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ORDER determine what part public and 
what part private agencies are play Com- 
munity Child Welfare Program, either general 
specific activities, will necessary, course, 
ascertain the fields activity which each 
best prepared give service, the relative skill the 
personnel employed, the relative size the case 
loads carried, the extent which each equipped 
cover particular fields and areas, the amount 
political pressure put upon the public agency the 
selection staff, the legal restrictions placed upon 
the latter, and the extent the authority conferred 
upon the public agency law. 

Inasmuch adoption legal procedure, the 
court would seem the logical agency respon- 
sible for seeing that the act properly executed, and 
the State Public Agency would naturally expected 
come the assistance the court the matter 
securing information necessary for making wise 
decision. 

The question which then arises is: Just what ser- 
vice can the private Child Welfare Agency render 
order promote successful adoption work given 
area? 

Where the development the Public Agency has 
lagged behind the private agency program, where 
the private agency equipped with better trained 
staff who are carrying smaller case loads, there 


would seem many opportunities for the private 


welfare association give very real service 
the field adoptions. 

One such service might the demonstration 
the value studying the personalities the pros- 
pective adoptive parents and striving understand 
the motive behind the decision adopt child, 
well estimating the possibilities the child’s meet- 

ing the needs these adults, and finding, with them, 


adequate opportunities for his own personality de- 
velopment. 

This question the motive behind adoption 
more important far than even the social and eco- 
nomic situation the adoptive parents. 

Many tragedies among adopted children have 
come the attention the agency which serve, 
and almost invariably the reason for the tragedy has 
been that the child was adopted meet need 
the emotional life one the parents, which need 
the child could not possibly fulfill. 

For example, several instances neglect and 
cruelty adopted children, when studied, were 
found due the same type problem, namely: 

wife whose husband’s affections were waning 
thought that child the home would hold his at- 
tention and interest, and prevent the marital separa- 
tion that seemed looming the horizon. 
Accordingly, child had been adopted, not because 
the woman really desired it, but because she thought 
her husband wanted have family. 

one instance, case physical cruelty, the 
adoptive mother had become extremely jealous 
the affection her husband showed the child, for 
the real motive behind the adoption had been 
center the husband’s affection upon the wife who had 
secured this child for him. When her scheme did 
not work out the way she had planned, the adop- 
tive mother began hate the child who had won her 
husband’s affection, and she dared not return the 
child the agency, because her husband would re- 
sent this and probably leave her she did, the adop- 
tive mother expressed her dislike and jealousy the 
child physical abuse when the husband was not 
the home. 

another instance where wife decided adopt 
child the hope that such action would prevent 
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her husband’s leaving her, the scheme was successful 
for year, and then the dreaded desertion occurred, 
and the adoptive mother, although fond the child, 
was unable support her and therefore returned 
her the institution which had placed her. 

For year this little girl, aged had been the 
center attention the adoptive family, and 
great deal affection had been showered upon her 
her foster mother. Suddenly she found herself 
again institution with sixty other children, and 
one give her any the love and attention which 
she had been enjoying. Reports began come 
that this little girl seemed suffering from 
sickness,” she fell asleep anywhere and 
everywhere—at the dinner table, the school room, 
the playground. physical examination dis- 
closed illness, and she was then taken the Child 
Guiaance Clinic, where understanding psychia- 
trist explained that the child was desperately un- 
happy that her apparent sleeping was with- 
drawa from reality world dreams where she 
again was objec interest and affection. 
anyone can imagine greater tragedy the life 
eight-year-old youngster hope you tell 
about it, for simply could not bear hear it. 

the agency responsible for either these adop- 
tions had really understood the motive which drove 
the adoptive mother the decision apply for 
child, all the sufferings these children could have 
been avoided 

the plan year’s supervision before 
adoption,” had been followed, these children would 
doubt have been removed from the homes before 
the legal adoption took place, and wou!d have been 
spared some the unhappiness that came them, 
but really thorough understanding the motives 
these foster mothers would have prevented the 
entire tragedy. 

Investigation adoptive home not simply 
collection facts, must include deep conviction 
the part the social worker that the 
adoptive parents have well-developed sense 
parental responsibility, that they will give the child 
very real affection, and that the feeling between the 
husband and wife deep and sincere. reach this 
conclusion may require many conferences with the 
applicants, but the time well spent happy 
home the result. 

can have very little faith the kind foster 
home investigation that made field worker 
who dashes into the community, makes few visits, 
and dashes out again. think that investigations 
adoptive homes should made local social 


workers who can give great deal time under- 
standing the needs and hopes the prospective 
adoptive parents, and who can get the feeling the 
other members the family and the leaders the 
community, whose confidence the local social worker 
probably has already won. This business de- 
ciding whether private public agency should 
make investigation adoptive home, there- 
fore, should decided the basis which agency 
has the best community contacts the given area, 
and which agency can really make careful study 
the adoptive family’s emotional problems. 

Supplying public child placing agency with in- 
formation regarding applicants for adoption 
dren, even undertaking find good adoptive 
homes for the public agency given area which 
the latter under-staffed, one the services 
which some private child placing agencies have 
undertaken. 

Also frequently possible for the 
agency accept responsibility for intensive case 
work with parents whose ability give their own 
children proper care doubted the public agency, 
but the latter may hesitate make decision 
the removal the children from their own home 
until more intensive case work has been done with 
the family. Then the private agency may needed 
assist the plans which should made for the 
children after removal, advising whether 
they should given adoption, should placed 
for long-time care institution, for temporary 
care foster boarding home until final decision 
might reached what best for them. 

Much publicity has been given recently the 
fact that few children are available for adoption. 
Perhaps this situation partly due hesitation 
the part social workers place children about 
whom they know very little. true that Dr. 
Gesell has devised tests determine the mentality 
very young infants, but our small towns and even 
some our large cities not have psychologists 
who are willing use these tests, and the social 
worker who has decide whether the baby 
deserting and almost unknown mother hopeful 
material for the fulfilling the needs childless 
couple has terrific responsibility. There are few 
child welfare agencies, either public private, 
which not give good physical care and medical 
supervision infants, but the psychological prob- 
lems involved placing children for adoption are 
frequently ignored. 

Older children who are placed adoptive 
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National Association Day 
Nurseries, Inc. 


April 27, 1938, there was voted consolidation 
great importance the day nursery field. This 
action united the National Federation Day Nurs- 
whose work was national scope, and 
the Association Day Nurseries New York City, 
Inc., whose interests were confined the New York 
City nurseries. new organization was incor- 
porated May 19, 1938, under the name, National 
Association Day Nurseries, Inc. 

The Association Day Nurseries New York 
City, Inc., was organized 1894 and since that time 
has served the local nurseries. 

years after the birth the local association, 
the National Federation began its work To- 
gether these two organizations have endeavored 
raise the standards nursery care. 

Joint Committee, appointed from the Boards 
the two organizations, met early the spring 
consider and plan for future developments and for 
working out combined program possible. 

Miss Flora Benjamin, President the former 
Association Day Nurseries New York City, Inc., 
and Mrs. Charles Butler, President the former 
National Federation Day Nurseries, Inc., were 
both active this committee, and are Honorary 
Presidents the new corporation. After careful 
consideration, and recognizing that the objectives 
the two groups were the same the metropolitan 
area, the Committee recommended the present con- 
solidation which would provide economy adminis- 
tration, greater serving approximately 
six hundred day nurseries the country, about one- 
sixth which are New York City, and 
would avoid any duplication service. The two 
Boards were serve one, which important 
gives far stronger sponsorship the work. 

The new President the National Association 
Day Nurseries, Inc., Mrs. Ernest Frederick 
New York City has had experience the day nursery 
field through service the Board the Manhattan- 
ville Day Nursery, New York City, and the Associa- 
tion Day Nurseries New York City, Inc. She 
has wide acquaintance with the work other social 
welfare, health and educational organizations, 
which she has served President Board member. 
graduate Vassar College, Mrs. Eidlitz also 
member the American Association Social 
Workers. 

Committees being set and some are 
functioning. Mr. Carstens acting chair- 


man the Consultants Committee, which will 
composed representatives from various profes- 
sional fields. 

The membership the National Association 
Day Nurseries, Inc., made all agencies 
formerly members the organizations which merged. 
These number 110 the present time. 

Miss Amy Hostler Executive Secretary. The 


Institute for Staff Henry Watson 
Children’s Aid Society 


Miss the New York 
School Social Work, was recently with the staff 
Henry Watson Children’s Aid Society, Baltimore, 
leader three-day institute. 

Preparation for the institute included selection 
the agency’s own records and submission staff 
members’ questions which were studied the leader 
beforehand that closer feeling for the agency’s 
work and thinking could obtained, well for 
the purpose having concrete material upon which 
base discussions. The other material used were 
two other agency records—histories foster care and 
home finding. 

The institute was guided Miss Hutchin- 
son’s stimulation, planned without any feeling 
rushing through mass material, that had 
tonic effect gradually restoring vision which 
easily lost when there not sufficient time for any 
but short distance views. Interest and enthusiasm 
for experiment rode high, but with Miss Hutchinson’s 
leadership they were always coupled with reality. 
The use the informal meetings proved themselves 
invaluable, adding training methods and objectives. 


Honor Ida Curry 


June delightful luncheon meeting was held 

New York honor Miss Ida Curry the 

occasion her early retirement from the field 

active social work for children the State Charities 

Aid Association New York. Miss Curry has been 

active many enterprises, not the least which was 
that she served the first president the Child 

Welfare League America from 1921 1923, after 

having been one small group which was most 

active getting the organization under way. 

her retirement she returns Washington from 
whence she came New York many years ago and 
where undoubtedly she will again render many 
service the children the nation even more 
advantageous location. 
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Reconditioning Our Institutions’ 


Staffs 


have reconditioned the physical equip- 
ment our various children’s institutions, there still 
remains much done make the various enter- 
prises accomplish the desired results. Probably 
addition the staffs our institutions has brought 
greater change than the case worker. With her 
knowledge each child becomes possible insti- 
tute individual plans. 


the smaller institutions desirable that the 
superintendent should trained experience both 
case work and institutional management. This 
does not mean that she should undertake necessarily 
all the work either field both. Usually she 
needs the assistance case worker well 
housekeeper. Through her knowledge both phases 
service there comes about the proper integration 
the two services. 


the larger institutions this rarely possible 
because the superintendent’s more extensive duties 
administration. But here, too, the superintendent 
should understand the values case work and should 
add the staff those who can carry its values into 
the day-by-day program. 

Another outstanding need trained house staff. 
Our institutions have too long been satisfied with 
staff that has consisted estimable men women 
who have given kindly physical care, but have pro- 
vided understanding child’s life and interests 
and stimulus for the development his individual 
capabilities. Our institutions are beginning seek 
out younger people for their staffs and train them 
for service. 


The responsibility for staff training programs must 
rest upon the institution until such time the dig- 
nity and importance the house staff position are 
recognized one the most vital children’s work. 


Then may expect attract persons higher 
calibre this service and may also expect that 
schools social work, conjunction with the insti- 
tutions, should provide specialized training for them. 


With staff members that have something give 
the children who are under their direct care, the 
emergence the child individual comes about 
and cottage father and cottage mothers group 
supervisors, they may called, begin occupy 
the place substitute parents for these children. 
through these vital relationships adult and child 
that the institution may come give its best service. 
the child from the broken home with distorted 
life experiences, contact with wise, responsive, under- 
standing persons may mean the beginning his re- 
building broken faith and loyalties. 


Case work simply the study the individual 
lives the children under care and providing the 
stimulus for their development their own capabili- 
ties. When institution finds that some other 
organization needed for the achievement this 
purpose and calls upon for rounding out the child’s 
life, new chapter written the development 
that organization. The institution itself under those 
circumstances becomes important part the case 
work process. 

—C. 


The Responsibility Private Child 
Welfare Agencies for Adoptions 


(Continued from page 


homes require great deal sympathetic under- 
standing. must very disturbing little 
child suddenly find himself alone the world, 
belonging nobody, loved one. Just how 
will such youngster react placement adop- 
tive home? Will outgoing, affectionate, and 
responsive the overtures the adoptive parents, 
will his insecure position the world make him 
reserved and cautious about releasing his own emo- 
tions, will self-centered and self-seeking, feeling 
just one drive and urge within himself, namely, 
acquire all can when can? 


The effect insecurity upon young child may 
devastating, and the adoptive parents who can make 
him for his great loss and give him sense 
belonging some one and being loved will have 
great reward the genuine response they will re- 
ceive from him, but how many adoptive parents are 
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really prepared understand the sufferings 
child who has lost his parents and finds impossible 
respond strange adults whom has not 
chosen, whose home and ways are not Perhaps 
the child still dreams the return his own mother, 
and foster mother able take her place. Just 
the child must some way give emotional satis- 
faction the adoptive parents, also must the 
adoptive parents satisfy the emotional needs the 
child, and the older the child is, the more difficult 
becomes the task selecting the right adoptive 
parents for him. 


The responsibility the social worker who 
planning adoptions becomes greater the child 
becomes older, and for one, approach the selection 
adoptive home for child over four with fear 
and trembling. fact, don’t approach all, 
can possibly avoid it. this field adoptive 
work, should advise the workers the public and 
the private fields put their heads together and 
“study mammy used say, order 
understand the child and the adoptive parents, 
and great deal time should devoted pre- 
paring the child for his new home. Recently read 
book Jessie Taft which she reported thirty 
interviews with small boy, spent preparing him 
for change foster boarding homes. She probably 
would have considered twice that many interviews 
necessary prepare him for adoptive home. 


Whether the public the private child welfare 
agency should undertake this difficult and delicate 
task depends upon the given situation, but the work- 
ers from both agencies should confer and each con- 
tribute everything she knows about this child and 
his cultural pattern, the adoptive parents and theirs, 
and what might expected these patterns be- 
havior conflict. 


should like think that the scarcity children 
available for adoption partially due greater cau- 
tion this score, and also, perhaps, increased 
efforts being directed toward the rehabilitation 
the child’s own family. The latter development has 
loomed large our own state where private and 
not too reputable child placing agency 
tically gone out business because the Juvenile 
Courts longer solve a// problems neglect re- 
moval the children from their parents and trans- 
ferring them said agency for placement adop- 
tive homes. This growth the idea that child’s 
own home the best place for him largely due 
the publicity and educational work single private 
agency. the public child welfare activities grow 
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and influence public opinion more and more, areas 
where private agency has ever functioned, can 
hope for still better standards case work with the 
families children who are neglected, and the 
number children who are available for adoption 
will probably become even smaller. 


several backward states, where public agencies 
have developed only within the last two three 
years—plowing the field and sowing the seed has 
been the job the private agencies, but now that 
public child welfare departments are developing, 
these same private agencies are cheerfully limiting 
their fields activity and concentrating their atten- 
tion special services which the public agency not 
equipped give, satisfied with the opportunity 
broaden the program services children. Be- 
tween the public and the private agencies there 
steady stream referred cases, with conferences 


decide who best equipped each type case 
work. 


rule, the development new projects the 


public agencies stimulated the private agencies, 
but not always. 


one state where the Department Public Wel- 
fare new and has not been given the responsibility 
for supervision adoptions, promotion modern 
Adoption Legislation, including licensing maternity 
homes, will fall upon the shoulders the private 
child welfare agencies, since the public agency dare 
not arouse the ill will certain politicians now 
control adoption investigations. This matter 
Social Legislation and the development public 
opinion will the responsibility the private agen- 
cies, until the staff the public agencies longer 
owe their appointments political influence. 


Even states where the child welfare workers 
are not politically appointed, they are division 
Department Public Welfare which the staff 
almost entirely political, and the activities these 
public child welfare must guarded, and 
their program protected, and the private agencies 
must bear the brunt the ill will the politicians 
who object modern legislation when means giv- 
ing their lucrative jobs. 


This friendly and cooperative relationship public 
and private agencies, working with single objective 
—the development better services for children— 
will not bring about the millennium day 
year, but long strides will taken toward assuring 
every child home where will feel secure the 
loving and intelligent care his own his foster 
parents. 
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Posture 


Lucy 
Assistant Professor Pediatrics, New York University Medical College 


(The following article reprinted from the April, 1938, issue 
Preventive Medicine, published the New York Academy 
Medicine.) 


HEORETICALLY, any child who has 

sturdy heritage, well nourished and brought 
good environment will have efficient body. 
Some children who have, these three factors, only 
the sturdy physique, have good posture. Others have 
excellent care and environment, but because they are 
built thin and scraggly lines, achieve good body 
mechanics posture only through conscious effort. 
However, other factors enter into the production 
poor posture, some them uncontrollable the 
inheritance body build. Prolonged illness, 
small children short acute illnesses, fatigue, worry, 
all may the precipitating cause poor posture. 

Why some babies have firm muscles and others fed 
similarly are flabby and thin, flabby and fat, 
mystery pediatricians. Even more inexplicable 
are the husky babies who are fed and cared for con- 
trary the way think best. other words, 
how child going turn out somewhat the 
laps the gods. Even so, fundamentally 
cient body can made efficient, and certainly every 
controllable factor should considered order 
prevent bad posture. 

There are two good reasons for aspiring good 
posture. One the esthetic. middle-aged man 
woman with unconcealable abdomen and round 
shoulders not lovely sight, particularly profile. 
Many people whose faces are not beautiful give the 
appearance good looks because the beauty 
their carriage. thin child who stands straight does 
not look pathetic the one whose abdomen 
front his flat chest, whose back caves in; nor does 
the erect overweight child look Beyond this 
the fact that prolonged strain unevenly used mus- 
cles may and often does lead structural and 
physiological abnormality. 

The physiological abnormalities are those first 
noted childhood, particularly fatigability, consti- 
pation and poor nutrition. may difficult 
decide whether the poor posture causes caused 
these. both are present, there vicious circle, 
that both must treated the same time. all 
mothers realized how many ways insufficient rest 
affects their children, and physicians would take 
the time inquire detail about the child’s daily 


régime, there would fewer irritable and poor 
postured children. common experience encoun- 
tered when about the age six children first 
school. then relatively easy for the 
mother see that the child gets enough sleep; 
goes bed late, sleeps late the morning and 
out the way when she does her work. not 
used regular hours sleeping, but gets enough. 
Suddenly, the time when losing his baby 
chubbiness and lengthening out, precipitated 
into régime six hours school, hurried lunch 
hour, and time catch sleep stays 
most New York City public school chil- 
dren do. Only the special classes for handicapped 
children arrange for rest periods the afternoon. 
conceivable that would have fewer the 
handicapped all could have this extra daily rest. 

Several small details appear help child develop 
with good posture attention paid them from 
the time they are born. For instance, the bed should 
always firm and flat, with sagging and 
pillow. Shoes should flexible and designed only 
for protection until the child has lost the fat pads 
under the longitudinal arch. After that, least for 
city child, the soles should shaped that the 
leather the uppers comes under and close the 
arches, thus giving certain amount support. 
High shoes are not necessary. The shape the shoe 
should such that the weight the body will not 
fall the inner border the foot. Clothes should 
never tight. Elastics around the middle just 
below the ribs make the stomach stick out. Garters 
for long stockings fastened waists pull the shoul- 
ders down and forward, since children always want 
their clothes tight. other words, care should 
taken that none the details child’s environ- 
ment constitute handicap good 
niture obviously enters into the matter. Chairs and 
tables should such size and shape that the child 
will not tempted slump. 

The effect food the development good 
posture, except the case rickets, uncertain. 
Vitamin can, course, prevent this cause 
prominent abdomen, weak feet and scoliosis. 
some children seems that diet which includes 
large amounts starchy foods produces enlarged 
abdomens. others too much milk seems the 
same thing. 
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Poor posture may directly caused defective 
vision eye strain, diminished hearing. Chil- 
dren, least the time they enter school, and 
periodically thereafter, should have competent and 
thorough examination both eyesight and hearing. 
these handicaps may present degree 
which constitutes handicap the child even when 
not detectable ordinary examination. 

Too little attention had been paid the psycho- 
logical causes poor posture. child who doing 
poor work school, who has sorrow, who 
thinks misunderstood who has been fright- 
ened, often shows his hang-dog position. the 
trouble can straightened out promptly, the pos- 
ture may take care itself. long standing, 
positive measures will have taken not only 
get the cause the emotional difficulty, 
get the body back into good shape. The psycho- 
logical care the child should reasonable and 
understanding that will not develop state 
mind which will reflected his posture. 

important reason for paying attention pos- 
ture early childhood the fact that structural 
permanent bony changes may take place result 
long-standing functional poor posture. The most 
common are scoliosis and weak feet, both which 
may greatly handicap the individual his physical 
activities. Watching many children over period 
years shows clearly that many the pre-adolescent 
years develop functional scoliosis varying grades. 
Whether this become permanent given child 
cannot foretold. Many, they get past the period 
rapid body changes and difficult adjustments, will 
lose their physical evidences turmoil. others 
the deformity will increase and become permanent. 
The obvious answer that all children should ideally 
given adequate consistent and intelligent instruc- 
tion good body mechanics. School seems 
good place this. The value such training has 
been demonstrated certain private schools and 
the public schools Boston. 

Studies the body mechanics young people 
high schools and colleges have shown all too clearly 
the need for more and better attention posture 
the elementary schools, and before. The type 
attention which think helps child develop nor- 
mally this respect detailed and time consuming. 
Because most children need it, easy become 
discouraged, used seeing children with bad 
posture that its presence does not quite penetrate our 
consciousness. Posture definitely something 
which all those who deal with children should 
aware our ideal helping the development 
healthy and physically efficient race. 


Orphan Asylum Becomes Sci- 
entific Study Home for Children 


and Child’s Hospital Baltimore, Mary- 
land, established 1875 nursery for sick and 
indigent children, early its history maintained 
dispensary, later had hospitalize many the or- 
thopedic cases, and thus secured its name. Some 
years ago, when the dispensary was discontinued, the 


-hospital became orphan asylum for children un- 


married mothers, separated, neglectful indigent 
parents. 

year ago Cheney Jones, Superintendent the 
New England Home for Little Wanderers, made 
survey the institution and recommended reorgani- 
zation into study and treatment home for children 
pre-school age. The new program has been de- 
veloping under Miss Elizabeth Mertz, with the 
guidance Dr. Leo Kanner, and effect 
September Nursery and Child’s left 
its old building behind and moved new and 
modern home suburban Baltimore. 

This institution, now supported money from the 
State and from the Community Fund has, through 


the years, provided for varying population, 


accepting children who belonged foster homes and 
schools for the feebleminded. The same funds, to- 
gether with recent legacy, will now provide scien- 
tific temporary care and study for fifty children. 

the present time the pre-school children are 
given the benefit training under the guidance 
child specialists through the nursery and kindergarten 
years. Fhrough cooperating agencies the city and 
state these children are gradually being placed 
foster homes other institutions for further care and 
training. Cooperating agencies, schools, and psy- 
chiatrists may refer new children and children who 
have failed making normal adjustment life, for 
psychiatric study and treatment. Such study de- 
signed for understanding and helping ills their in- 
cipient stage that problem children may acquire 
normal attitudes toward life. The service for new 
children planned especially for case workers 
agencies for foster care. should helpful 
getting acquainted with the child before launched 
into new foster home with new attachments which 
might not meet his needs instances where too 
little known his personality. The organization 
plan control for the new system through case 
committee, composed representatives referring 
city and state agencies, and representatives the 
Board Directors, who will pass cases recom- 
mended for admission and discharge. 
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Book Review 


monwealth Fund, East 57th Street, New York City, 1938. 


written for the teacher, this material has 
great significance for all those interested parental 
substitute parental roles. 

This new publication, forty-page pamphlet, 
digest Mr. Wickman’s book, Behavior 
and Teachers’ Attitudes,” 247-page publication put 
out the Commonwealth Fund 1928. The new 
pamphlet has drawn together concise form the 
significant points the detailed study presented 
the earlier book, and makes readable and pertinent 
presentation. 

The scope the material indicated the fol- 
lowing quotation from the opening page—‘‘ What 
identifies the problem child? How determine 
that child well adjusted, maladjusted? What 
kinds behavior are undesirable any child? How 
‘normal’ misbehavior children? 

perplexing the questions may the 
modern parent teacher, the immediate require- 
ments child rearing and training necessitate defi- 
nite answers. Such answers are found the 
direct responses adults the distressing behavior 
their children. Some customary responses child 
behavior have lately been called question, sub- 
jected careful examination, and are being modified 
according our growing knowledge child life and 
child needs. But many everyday habits regarding 
and treating problems child behavior are taken 
for granted that they are rarely formulated held 
intellectual scrutiny. This study effort 
analyze teachers’ attitudes toward behavior prob- 
lems children.” 

The pamphlet may obtained from the Common- 
wealth Fund, East 57th Street, New York City, 
from the New York State Committee for Mental 
Hygiene the State Charities Aid Association, 105 
East 22nd Street, New York City. Single copies, 
more, 


News and Notes 
Child Welfare 


May 25, Child Welfare was broadcast the 
DuPont Company’s radio program, Cavalcade 
America. had the broadcast recorded and 
exact reproduction minus advertising commer- 
cials. gives dramatic and concise portrayal 
the development child care the United States 
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which will interesting for use with Boards 
other groups. The recording available two 
double-faced phonograph discs sides). The discs 
are black acetate treated chemically insure dur- 
ability and playable with steel needle any type 
phonograph. The cost $5.50 per set and may 
obtained directly from Harry Smith, Recordings, 
West 46th Street, New York City. 


Public Administration Organizations 


Tue fourth biennial edition the Directory Pub- 
lic Administration Organizations has just been issued. 
This directory voluntary organizations work- 
ing the general field public administration and 
related fields, and has been compiled for the use 
these organizations well for guide sources 
information. may obtained from the Public 
Administration Clearing House, 1313 East 60th 
Street, Chicago, for $1.50 copy postpaid. 


National Conference Social Work 


customary the Child Welfare League America 
has prepared program for its meeting Seattle. 
The high-light the Conference the address the 
luncheon meeting Wednesday Paul Kellogg, 
Editor The Survey-Survey Graphic, and President- 
Elect the National Conference Social Work for 
1939. 

There will program meetings Monday, Tues- 
day, Thursday and Friday afternoons. Thursday 


evening there will dinner followed business. 


meeting. Friday afternoon there will five group 
discussions running simultaneously. 


League Directory Changes 

Children’s Bureau Delaware. 
New address: 910 Gilpen Avenue. 

New New Jersey Children’s Home Society. 
Articles Agreement for Inter-Society Service should read: 
Article and 2—Mercer County. Article 3—Trenton. 

New Fe: New Mexico Department Public 
Welfare. New address: Gas and Electric Building, Albuquerque. 

New York: State Charities Aid Association. Mr. 
James Brunot, Director, Department Public Welfare Commit- 
tees, succeeding Miss Ida Curry, resigned. 

Rochester: Hillside Home for Children. Kenneth Messenger, 
succeeding Dougal Young, resigned. 

The Social Service Federation. Name or- 
ganization changed Child and Family Agency. 

Children’s Bureau. Mrs. 
Riddick, Director. 

Children’s Home and Aid 
Stoneman, Executive Secretary. 
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Program 
CHILD WELFARE LEAGUE AMERICA 


SEATTLE, JUNE JULY 1938 
during 
NATIONAL CONFERENCE SOCIAL WORK 


EDWIN SOLENBERGER, Chairman 

PAUL BEISSER, Vice-Chairman 

Monday, June Thursday, June 


Room 


Presiding: Betsser, General Secretary, Henry Watson Children’s 
Aid Society, Baltimore, Maryland. 


County Child Welfare Units Relation State Welfare Departments. 


Miss Regional Consultant, United States 
Children’s Bureau. 


Miss Grace Reeper, Director, Bureau Child Welfare, 
Department Social Welfare, Albany, 


Tuesday, June 
Room 
Presiding: Executive Director, Jewish Children’s Bureau 
Chicago. 
Public and Private Services for Child Welfare. 

Miss Mary Director, Division Child Welfare 

Services, United States Children’s Bureau. 

Rr. Rev. Executive Director, The Cath- 
olic Welfare Bureau Los Angeles. 
For representatives member agencies Child Welfare League 
America, and officers and directors the League. (This meeting 
the only one scheduled which not open the public.) 


Wednesday, June 


Presiding: First Vice-President, Child Welfare League 
America. 


Growing Up. 


Paut Editor, The Survey-Survey Graphic, New York, and 
President-Elect, National Conference Social Work, 1939. 


Room 


Presiding: Marcus State Superintendent, Children’s Home 
Society Florida, Jacksonville. 


Adoption 


Miss Foster, Secretary, Child Welfare League America, 
New York City. 


Miss Mary Social Service Division, United States Chil- 
dren’s Bureau. 


Annual Meeting. 


Presiding: Vice-President, Child Welfare League 
America. 


Child Placing the World Today. 
Miss Castenpyck, Director, Delinquency Division, United 
States Children’s Bureau, and United States Delegate Meeting 
Committee Social Questions, League Nations, Geneva. 


Report Executive Director. 
Executive Director, Child Welfare League 
America. 


Friday, July 


Children’s Case Work Relation Juvenile Delinquency. 
Discussion Leader: Executive Director, Jewish Chil- 
dren’s Bureau Chicago. 


What Should Community Offer Unmarried Parents and Their 
Children? 

Discussion Leader: Executive Secretary, Chil- 
dren’s Bureau Delaware, Wilmington. 


County Welfare Units Relation State Welfare 
Discussion Leader: Regional Consultant, 
United States Children’s Bureau. 


Group Discussion CoNGREGATIONAL Room 
Institutional Problems. 
Discussion Leader: Greer, General Superintendent, Baptist 
Orphanage North Carolina, Thomasville, 


Health Programs for Children Foster Care. 
Discussion Leader: Dr. Browne, Pediatrician, Child 
Welfare League America, New York City. 
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